ETag: "0fcc72214d73f8378e11b3b33cac3bae"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 2690
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Edward J. Lodge
x-archive-meta-case-cause: 28:1391 Personal Injury
x-archive-meta-case-name: Linford v. United States of America
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: idd
x-archive-meta-date-case-filed: 2013-04-25
x-archive-meta-docket-num: 4:13-cv-00194
x-archive-meta-jurisdiction: U.S. Government Defendant
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 360 P.I.: Other
x-archive-meta-pacer-case-num: 31576
x-archive-queue-derive: 0
x-upload-date: 2013-05-13T02:40:16.000Z
